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SUPPLEMENT TO PART II 


THE FORT ST. GEORGE GAZETTE 


No, 4B-A! MADRAS, TUESDAY EVENING, DECEMBER 2. 1941 


DAILY RAINFALL RECORDED IN THE 
MADRAS PRESIDENCY 


AUGUST 1941 
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